( in accordance with ISO/IEC 17050-1 ) 


Date of Issue: 26" Dec. 2019 


Dear Valued Customers, 


Ce ek ci 
Aw REALTEK 
Realtek Semiconductor Corp. 

No.2, Innovation Road II, 


Hsinchu Science Park, 
Hsinchu 30076, Taiwan 


We hereby confirmthat Realtek Semiconductor Corp. 


(Headquarter) No.2, Innovation Road II, Hsinchu Science Park, Hsinchu 30076, Taiwan 
No.9, Park Ave. Il, Hsinchu Science Park, Hsinchu 30075, Taiwan 


has established and applies an Automotive Quality Management System with the scope of 


IC design and production management for application in automotive markets. 


An external audit was performed on behalf of automotive customers and furnished proof that the 
requirements according to IATF 16949:2016 (1° edition, 2016-10-01) and 
Automotive Customer Specific Requirements are fulfilled. 


Declaration described above is based on the following evidenced documents: 


Document name 


1) Automotive Internal Audit Report 


2) Audit Result Report 


15°" Nov. 2019 
13" Dec. 2019 


Issued by 
Realtek AQM 
TUV Asia Pacific Ltd., Taiwan Branch 


This declaration will always be valid according to annual internal and external audits conducted 


continually with positive results. 


Yours sincerely, 


Josh Lo 
Director 


Automotive Quality Management 


